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UNCLASSIFIED 

PAGE 01 PANAMA 03206 092204Z 
ACTION SY-05 

INFO OCT-01 ARA-14 ISO-OO /020W 

054408 100428Z/13 

R 0921 14Z MAY 78 
FM AMEMBASSY PANAMA 
TO SECSTATE WASHDC 6933 

UNCLAS PANAMA 3206 

FOR A/SY/OPS/T SUPPLY FROM OIC/RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: CCTV AND ALARM SUPPLIES 

1. TRANSISTORS: 

24 EA - HEP #S0015 
24EA-S0019 
6EA-S0031 
12EA-S3024 

6 EA - S5006 
6 EA - S7002 
12EA-S0016 
12EA-S3011 
12 EA - S0025 

2. DIODES: 24 EA - R0602 (HEP NO) 

(200PIV ; 1A MAX.) 

3. VAR. RESISTORS: PIONEER STND. CAT (12TH ED.) 
P. 96-7 

(1) MODEL 3329H BOURNS CERMET POTS: 

10 EA 50K OHMS 10 EA 2K OHMS 

10 EA 500 OHMS 10 EA 5K OHMS 

30 EA IK OHMS 10 EA 500K OHMS 

(?) MODEL 3345P BOURNS CERMET POTS: 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 PANAMA 03206 092204Z 

20 EA 500 OHMS 
30 EA 200 OHMS 

(C) MULTI-TURN POTS (FOR AES630) 

BOURNS 3006W: 10 EA 10K 

4. MISCELLANEOUS (FOR MTC21MKII CAMERAS) 
(A) 6 THERMAL FUES 


Message Text 
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(B) FIXED LENSES: 

2 EA 6MM 
2 EA L2.5MM 
6 EA 25 MM 
2 EA 50MM 
JORDEN 


UNCLASSIFIED 


NNN 
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